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Abstract 


On  p.  107 

The  author’s  name  should  be:  Liu  Shenzhong. 

1st  line,  right-hand  column:  should  read  1 1.5  mm. 

On  p.  108 

Table  1,  second  entry  of  1st  column:  should  read  A-93-O. 

Lines  1  and  2,  left-hand  column:  should  read  the  ceramic  seal  was  melt-welded. 
Eq.  ( 1 ) :  the  superscript  ‘a’  should  be  replaced  by  a  superscript  ‘3’  in  all  cases. 
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